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4) Produced from 8650 chrome nickel alloy steel— 
drawn to a tolerance of plus .000/minus .001. Hex 
corners are sharp and clean. 

2) Precision heat-treated, hardened and tempered, to 
assure maximum toughness at the core of the 
wrench, with maximum surface resistance to wear. 


REPLACEMENT KEYS showing sizes in each tool 


EKLIND QUALITY EQUALS EXTRA TORQUE 


3) Ends of keys are square-cut and burr-free for full- 
depth precision fit for maximum engagement and 
to prevent rounding out the hex socket. 

4) Clearly marked with sizes on the case or handle for 
easy identification. 


FOLD-UP HEX KEY SETS 


INCH AND METRIC 


¢ Handy—eliminate searching for the right 
size hex key. 


¢ Choice of 7 sizes—small, medium, large— 
each with a series of hex key sizes. 


¢ Compact, correctly balanced—handle 
lengths are proportioned to length and size 
of keys. Keys are assembled flat against 
each other for compactness and balance. 


¢ Comfort-grip handles—single-piece-formed 
of highest grade steel and nickel plated. No 
sharp corners or edges. 


¢ Versatile work position— 
keys are held in any position 
or angle by the flat spring on 
the bottom of the case. 
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See HEX KEY FIT TABLE~—page 4 


LONG-REACH 
“T”?-HANDLE HEX KEYS 


INCH AND METRIC 


* Complete range of sizes is available. 

* Time-saving—long-reach arms provide easy access 
to hard-to-reach sockets without time-wasting 
disassembly. BENCH SETS 

* Continuous “loop” handles—correctly proportioned __ With metal 
and contoured for more comfortable, balanced, two- 
fisted grip and extra leverage. 

* Integral one-piece handles—no -assemblies to 
break down. 


“T”’-HANDLE HEX KEY BENCH SETS 
INCH AND METRIC 


3/32, 7/64, 1/8, 9/64, 5/32 


3/16, 7/32, 1/4, 5/16, 3/8 


2, 2.5, 3, 4,5, 6,8, 10mm™ 


“T”-HANDLE HEX KEY SERVICE KITS 
INCH AND METRIC 


3/32", 7/64", 1/8", 9/64", 
9/32”, 3/16", 7/32". 1/4” 


METRIC SETS * 
(8 keys) 35198 | 228 mm (9") 2, 2.5, 3, 4, 5, 6, 8, 10mm 
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INDIVIDUAL “T”-HANDLE HEX KEYS 


INCH AND METRIC 


liver | avanm | van | 9° anw | 
ata ats)  wumaen” [NUMBER | NUMBER 


| 31306 | 31606 | 31906 _| 
31308 | 31608 | 31908 _—| 
| 31609 | 31909 _| 


162 mm 
(6" ARM) 


34660 
34680 
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REACH THANOLE 
HEX KEY SET 


*NOTE: Eklind 5/16." 3/8," 8 mm and 10 mm sizes 
have 6” wide handles for required leverage 
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EKLIND TOOL CO. 
2255 W. Logan Blvd. 

Chicago. IL 60647 

(312) 276-1140 FAX (312) 276-1108 


Torx™ is the 
registered 
trademark 

or Camear Division 
of Textron, Inc. 


Use at work 
position or 
at any angle 


DISTRIBUTED BY 


Combination 

FOLD-UP SCREWDRIVER SETS 
Stop searching for the correct size screwdriver blade. 
Made of hardened and tempered high quality tool steel. 
Choice of two models 


No. 22461 Fold-up Screwdriver Set includes T15 TORX*” 

for replacement of headlights, tail lights, turn signals, exterior trim 
and instrument panels, plus No. 1 Phillips, 1/4”, 3/16" and 1/8" flat 
blades and 3/16” point scratch awl. 


No. 22451 Fold-up Screwdriver Set includes No. 1 Phillips, 1/4", 
3/16", and 1/8" flat blades and 3/16" point scratch awl. 


a Description | Handle Length = 


FOLD-UP TORX® KEY SETS 
Now two models for wider applications: 
Automotive headlights, taillights, and trim. 

Carbide inserts in cutting tools, 

Power tools, appliances, and electronic equipment. 
NEW No. 22572 


Smaller sizes T6-T20 with small handle for carbide inserts in 
boring bars, lathe tools and milling cutters. 


No. 22571 
Larger sizes T10-T40 with handle sized for proper leverage. 


Description 


B: 


TORX® KEY FIT CHART 


‘BUTTON | 


(ccm see Fk, 
ES es 


